
CERTIFICATE OF ANALYSIS 


Customer: Balanced Health Bota nicals - Sheridan, CO 80110 


ACS LABORATORY 

CERTIFIED 
CANNABIS&CI 
TESTED SAFE 

(i cslobcon no bis.com 




Order #:704893 
Batch #: 0219242F1 
Order Date: 09/09/2019 
Collection Date: 09/09/2019 
Report Date: 09/13/2019 


Specimen Type: Extract 

Description: 8mg/mL Full Spectrum CBD Oil 

Tincture 

Extracted From: Industrial Hemp 
Method: SOP-3 


Initial Gross Weight: 76053.00(mg) 
Specimen Weight: 98.51 (mg) 

Net Weight: 27551 (mg) 

Density: 0.941081 (g/ml) 


Potency Details 











(HPLC) 

1 Analyte 

Result 

(mg/ml) 

(%) 

LOQ 

<%)| 

1 Analyte 

Result 

(mg/ml) 

(%) 

LOQ 

(%) 

I Analyte 

Result 

(mg/ml) 

(%) 

loqB 

(%) ■ 

CBC 

0.366 

0.039 

0.001 

CBCA 


ND 

0.001 

CBD 

8.766 

0.932 

0.001 

CBDA 

0.172 

0.018 

0.001 

CBDV 


ND 

0.001 

CBDVA 


ND 

0.001 

CBG 


ND 

0.001 

CBGA 


ND 

0.001 

CBL 


ND 

0.001 

CBN 


ND 

0.001 

CBNA 


ND 

0.001 

Delta-8-THC 


ND 

0.001 

Delta-9-THC 


ND 

0.001 

THCA-A 


ND 

0.001 

THCV 


ND 

0.001 

THCVA 


ND 

0.001 

Total CBD 

8.917 

0.948 

0.001 

Total THC 


ND 

0.001 


Potency Totals 


j Analyte 

Result 

_ (mg) 

(%) ! 

CBD Total 

261.183 

0.948 

THC Total 


ND 

CBG Total 


ND 

CBN Total 


ND 

Other Cannabinoids Total 

10.745 

0.039 

Total Detected Cannabinoids 

271.653 

0.986 


Pesticides (Passed ) 


Analyte 

Action Level 

Result 

LOQ 


(ppm) 

(ppm) 

(ppm) 


Abamecitin 

Acetamiprid 

Bifenazate 

Carbaryl 

Chlorpyrifos 

Daminozide 

Dimethoate 

Etoxazole 

Flonicamid 

Imazalil 

Malathion A 

Methomvl 

Naled 

Parathion-methvl 

Piperonylbutoxide 

Propoxur 

Spinosyn A 

Spirotetramat 

Thiacloprid 


0.500 

0.200 

0.200 

0.200 

0.200 

1.000 

0.200 

0.200 

1.000 

0.200 

0.200 

0.400 

0.500 

0.200 

2.000 

0.200 

0.200 

0.200 

0.200 


<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 


Analyte 

Action Level 

Result 

LOQ 


(ppm) 

(ppm) 

(ppm) 


(LCMS/MS) 


0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.250 

0.100 

0.100 

0.100 

0.100 

0.100 


Analyte 

Action Level 

Result 

LOQ 


(ppm) 

(ppm) 

(ppm) 


Acephate 

Aldicarb 

Bifenthrin 

Carbofuran 

Clofentezine 

Diazinon 

Ethoprophos 

Fenoxycarb 

Fludioxonil 

Imidacloprid 

Metalaxyl 

MGK-264 

Oxamvl 

Permethrin 

Prallethrin 

Pyrethrins 

Spinosyn D 

Spiroxamine 

Tniamethoxam 


0.400 

0.400 

0.200 

0.200 

0.200 

0.200 

0.200 

0.200 

0.400 

0.400 

0.200 

0.200 

1.000 

0.200 

0.200 

1.000 

0.200 

0.400 

0.200 


<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 


0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 


Acequinocyl 

Azoxvstrobin 

Boscalid 

Chlorantraniliprole 

Cypermethrin 

Dichlorvos 

Etofenprox 

Fiproml 

Hexythiazox 

Kresoxim Methyl 

Methiocarb 

Myclobutanil 

Paclobutrazol 

Phosmet 

Propiconazole 

Pyridaben 

Spiromesifen 

Tebuconazole 

Trifloxystrobin 


2.000 

0.200 

0.400 

0.200 

1.000 

0.100 

0.400 

0.400 

1.000 

0.400 

0.200 

0.200 

0.400 

0.200 

0.400 

0.200 

0.200 

0.400 

0.200 


<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

<LOQ 


0.750 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 

0.100 





Thomas Farrell, MD 

Lab Director 


* Total CBD - CBD + (CBD-A* 0.877). Total THC = THCA-A * 0.877 + Delta 9 THC, *CBG Total = (CBGA * 0.877) + CBG, *CBN Total = (CBNA * 0 877) + CBN *Other 

THrv A in *Tnf Detected Cannabinoids = CBD Total + CBG Total + CBN Total + THC Total + CBC + CBDV + THCV + 

NntqilffiriJSt /oWpJSlJ/ Wei 9 h ..{ mg ). ND = <LOQ, T-Caryophvllene = Trans-Caryophyllene, <LOQ = Less Than Limit of Quantitation, QNS = Quantity 
(p^/kgj^ 0 6nt /0 " Percent ’ ( ppm ) “ Parts per Mllll0n - (PP b ) = Parts P er Billion, (pg/Kg) = Microgram per Kilogram, (mg/g) = Milligram per Gram, ppm = (pg/g), ppb = 

are^o^fident^alun^ approval, from ACS Laboratory. The results of this report relate only to the material or product analyzed. Test results 
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CERTIFICATE OF ANALYSIS 


ACS LABORATORY 

CERTIFIED 
CANNABIS&CI 
TESTED SAFE 

u cslabcon nu bis.com 




Customer: Balanced Health Botanicals - Sheridan, CO 80110 


Order #:704893 

Specimen Type: Extract 

Initial Gross Weight: 76053.00(mg) 

Batch #: 0219242F1 

Description: 8mg/mL Full Spectrum CBD Oil 

Specimen Weight: 98.51 (mg) 

Order Date: 09/09/2019 

Tincture 

Net Weight: 27551 (mg) 

Collection Date: 09/09/2019 

Extracted From: Industrial Hemp 

Density: 0.941081 (g/ml) 

Report Date: 09/13/2019 

Method: SOP-3 


Residual Solvents ( Passed ) 








(GC/GCMS) 

1 Analyte 

Action Level 
(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

1 

Analyte 

Action Level 
(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

I Analyte 

Action Level 
(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

1 

Acetone 

Ethanol 

Methanol 

Toluene 

5,000.000 

5,000.000 

3,000.000 

890.000 

<LOQ 

<LOQ 

<LOQ 

<LOQ 

87.900 

26.700 

87.900 

38.400 

Benzene 

1-Butane 

N-Butane 

1.600 

5,000.000 

5,000.000 

<LOQ 

<LOQ 

<LOQ 

1.600 

100.000 

200.000 

Chloroform 

Isopropanol 

Pentane 

53.000 

5,000.000 

5,000.000 

<LOQ 

<LOQ 

<LOQ 

53.000 

52.300 

389.500 


Heavy Metals ( Passed ) 










(ICP-MS) 

| Analyte 

Action Level 
(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

1 

Analyte 

Action Level 
(PPb) 

Result 

(ppb) 

loq| 

(ppb) 

Analyte 

Action Level 
(PPb) 

Result 

(ppb) 

LOQ 

(PPb) 

1 

Arsenic (As) 
Mercury (Hg) 

500.000 

500.000 

<LOQ 

<LOQ 

100.000 

100.000 

Cadmium (Cd) 

500.000 

<LOQ 

100.000 

Lead(Pb) 

500.000 

<LOQ 

100.000 



Mycotoxins ( Passed ) 


Analyte 

Action Level 

Result 

LOQ 


(PPb) 

(Ppb) 

(PPb) 


Aflatoxin B1 
Aflatoxin G2 


<LOQ 

<LOQ 


15.000 Aflatoxin B2 
15.000 Aflatoxin Total 


Action Level Result 

(PPb) (ppb) 


<LOQ 

<LOQ 


20.000 


15.000 Aflatoxin G1 
15.000 OchratoxinA 


(LCMS/MS) 


Analyte 

Action Level 

Result 

LOQ 


(PPb) 

(PPb) 

(ppb) 


<LOQ 15.000 
20.000 <LOQ 15.000 


Terpenes 


3-Carene 

Alpha-Terpinene 

Beta-Myrcene 

Fenchol 

Geraniol 

Isopuleqol 

Nerolidol-2 

P-Cvmene 

Trans-Caryophyllene 


ND 

ND 

ND 

ND 

ND 

ND 

ND 

ND 

ND 


loq I Analyte 
{%)| 


(GC/GCMS) 


0.001 

0.001 

0.001 

0.002 

0.001 

0.001 

0.001 

0.001 

0.001 


Alpha-Bisabolol 

Alpha-Terpineol 

Beta-Pinene 

Gamma-Terpinene 

Guaiol 

Linalool 

Ocimene-1 

R-Limonene 


(%) 

LOQ 

(%) 

I Analyte Result 

(mg/g) (%) 

LOQ I 

(%)l 

ND 

0.001 

Alpha-Pinene 

ND 

0.002 

ND 

0.001 

Aromadendrene 

ND 

0.001 

ND 

0.001 

Camphene 

ND 

0.001 

ND 

0.001 

Gamma-Terpineol 

ND 

0.002 

ND 

0.001 

Humulene 

ND 

0.001 

ND 

0.001 

Nerolidol-1 

ND 

0.001 

ND 

0.001 

Ocimene-2 

ND 

0.001 

ND 

0.000 

Terpinolene 

ND 

0.001 


Thomas Farrell, MD 

Lab Director 


•Total CBD = CBD + (CBD-A*0 877). Total THC = THCA-A * 0.877 + Delta 9THC, *CBG Total = (CBGA*0.877) + CBG, *CBN Total = (CBNA* 0.877J + CBN, ‘Other 
Cannabinoids Total = CBC + CBDV + THCV + THCV-A, 'Total Detected Cannabinoids = CBD Total + CBG Total + CBN Total + THC Total + CBC + CBDV + THCV + 

d Total ,W + I 0 . 0 - Net Weight(mg) ND = <LOQ, T-Caryophyllene = Trans-Caryophyllene, <LOQ = Less Than Limit of Quantitation, QNS = Quantity 
Not Suffiaent. (/o) - Percent, (ppm) - Parts per Million, (ppb) = Parts per Billion, (pg/Kg) = Microgram per Kilogram, (mg/g) = Milligram per Gram, ppm = (pg/g), ppb = 


This report shall not be reproduced, without written approval, from ACS Laboratory. The results of this report relate only to the material or product analyzed. Test results 
are confidential unless explicitly waived otherwise. 
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CERTIFICATE OF ANALYSIS 



ACS LABORATORY 


CERTIFIED 
CANNABIS&C 
TESTED SAFE 
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Customer: Balanced Health Botanicals - Sheridan, CO 80110 


Order #:704893 
Batch #: 0219242F1 
Order Date: 09/09/2019 
Collection Date: 09/09/2019 
Report Date: 09/13/2019 


Specimen Type: Extract 

Description: 8mg/mL Full Spectrum CBD Oil 

Tincture 

Extracted From: Industrial Hemp 
Method: SOP-3 


Initial Gross Weight: 76053.00(mg) 
Specimen Weight: 98.51 (mg) 

Net Weight: 27551 (mg) 

Density: 0.941081 (g/ml) 


Microbiology (qPCR) ( Passed ) 


Analyte Remark _| Analyte_ Remark 


Total Aerobic Count Passed Total Coliform Passed 

Total Yeast/Mold Passed 


(qPCR) 


[Analyte_ Remark 


Total Passed 

Enterobacteriaceae 


^T^^t**** /*o 

Thomas Farrell, MD 

Lab Director 


Total CBD = CBD + (CBD-A .* 0.877) .Total THC = THCA-A * 0.877 + Delta 9 THC, *CBG Total = (CBGA * 0.877) + CBG, *CBN Total = (CBN A * 0.877) + CBN, *Other 
b'noids Total = CBC + CBDV + THCV + THCV-A, *Total Detected Cannabinoids = CBD Total + CBG Total + CBN Total + THC Total + CBC + CBDV + THCV + 
T H pV-A, Total 1 mg) - Total (/o) + 100 * Net Weight(mg) ND = <LOQ, T-Caryophyllene = Trans-Caryophyllene, <LOQ = Less Than Limit of Quantitation, QNS = Quantity 
N°t Suffl c|en t. (%) - Percent, (ppm) - Parts per Million, (ppb) - Parts per Billion, (jjg/Kg) = Microgram per Kilogram, (mg/g) = Milligram per Gram, ppm = (pg/g), ppb = 


This report shall not be reproduced, without written approval, from ACS Laboratory. The results of this report relate only to the material or product analyzed. Test results 
are confidential unless explicitly waived otherwise. 
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Certificate of Analysis 


ACS LABORATORY 


CERTIFIED 
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1 


Order#: BAL200129-020022 Order Date: 2020-01-29 Collection Date: 2020-01-30 Report Date: 2020-02-03 

Batch #: 0120016F2 Initial Gross Weight: 59970mg 

Sample#: AAAB744 Method: SOP-3 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Extracted From: Industrial Hemp 

Description: 17mg Full Spectrum CBD Oil Tincture 

l 


— 

Potency 

Tested 

Residual Solvents 

Passed 

Heavy Metals 

Passed 

1 

j 

Mycotoxins 

Passed 

Water Activity 

Passed 

Microbiology Petrifilm 

Passed 

Terpenes 

Tested 

Pesticides 

Passed 



iils-fij 

The photos on this report are of a sample collected by the lab 
and may vary from the final packaging. 

















CBD Total 

1.897% 


THC Total 

0.103% 


CBG Total 

0.024% 


CBN Total 

Not Detected 


Other Cannabinoids 

Not Detected 


Total Cannabinoids 

2.024% 















Potency - 

Analyte 

11 (Tested) 

Result 

(mg/g) (%) 

LOQ 

(*) 

Analyte 

Result 

(mg/g) 

(%) 

LOQ 

(%) 

Analyte 

Result 

(mg/g) 

(%) 

(HPLC) 

LOQ 

(%) 

CBD 

18.970 1.897 

0.001 

CBDA 


<L0Q 

0.001 

CBDV 


<LOQ 

0.001 

CBG 

0.238 0.024 

0.001 

CBGA 


<L0Q 

0.001 

CBN 


<LOQ 

0.001 

Delta-8-THC 

<loq 

0.1 

Delta-9-THC 

1.032 

0.103 

0.1 

THCA-A 


<LOQ 

0.1 

THCV 

___<L0Q 

0.1 

Total CBD 

18.970 

1.897 

0.001 

Total THC 

1.032 

0.103 

0.1 


*Total CBD = CBD + (CBD-A * 0.877), *Total THC = THCA-A * 0.877 + Delta 9 THC, *CBG Total = (CBGA * 0.877) + CBG, *CBN Total = (CBNA * 0.877) + CBN, *0ther Cannabinoids Total = 
CBC + CBDV + THCV + THCV-A, *Total Detected Cannabinoids = CBD Total + CBG Total + CBN Total + THC Total + CBC + CBDV + THCV + THCV-A (mg/g) = Milligram per Gram LOQ = 
Limit of Quantitation v » k ' 


Xueli Gao Lab Toxicologist 

Ph.D., DABT 


_— 

Aixia Sun Principal Scientist 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


This report shall not be reproduced, without written approval, from ACS Laboratory. The results of this report relate only to the material or product analyzed. Test results are confidential 
unless explicitly waived otherwise. Accredited by a third-party accrediting body as a competent testing laboratory pursuant to IS0/IEC 17025 of the International Organization for 


721 Cortaro Drive P:+1 (866) 762-8379 E: info@acslabcannabis.com License No. 800025015 

Sun City Center, FL - 33573 F: +1 (813) 634-4538 http://www.acslabcannabis.com CLIA No. 10D1094068 


1 of 5 



























































































































Balanced Health Botanicals 
1500 W Hampden Ave 
STE 5-G 

Sheridan, CO 80110 


Certificate of Analysis 


ACS LABORATORY 

CERTIFIED 
CAN N ABIS&CI 
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Order #: BAL200129-020022 


Order Date: 2020-01-29 


Collection Date: 2020-01-30 


Report Date: 2020-02-03 


Batch #: 0120016F2 
Sample#: AAAB744 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Extracted From: Industrial Hemp 

Description: 17mg Full Spectrum CBD Oil Tincture 


Initial Gross Weight: 59970mg 
Method: SOP-3 



Residual Solvents - FL (Passed) 


Analyte 

Action 

Level 

(PPm) 

Result 

(PPm) 

LOQ 

(PPm) 

Analyte 

Action 

Level 

(ppm) 

Result 

(PPm) 

LOQ 

(ppm) 

Analyte 

Action 

Level 

(ppm) 

Result 

(PPm) 

LOQ 

(ppm) 

i/f- 

Dichloroethene 

8 

<LOQ 

0.132 

1,2- 

dichloroethane 

5 

<LOQ 

0.032 

Acetone_ 

5000 

<LOQ 

12 









Acetonitrile_ 

410 

<LOQ 

0.96 

Benzene 

2 

<LOQ 

0.016 

Butanes 

2000 

<LOQ 

13.32 

Chloroform 

60 

<LOQ 

0.032 

Ethanol 

5000 

<LOQ 

16 

Ethyl Acetate 

5000 

<LOQ 

6.4 

Ethyl Ether_ 

5000 

<LOQ 

_8 

Ethylene Oxide 

5 

<L0Q 

0.32 

Heptane 

5000 

<LOQ 

_8_ 

Hexane 

290 

<LOQ 

0.8 

Isopropyl alcohol 

500 

<LOQ 

8 

Methanol 

3000 

<LOQ 

4 

Methylene 












chloride 

_600 

<LOQ 

_ 2 _ 

Pentane_ 

5000 

<LOQ 

12 

Petroleum Ether 

400 

<LOQ 

6.4 

Propane 

2100 

<LOQ 

26.668 

Toluene 

890 

<LOQ 

2.4 

Total Xylenes 

2170 

<LOa 

7.2 

Tricloroethene 

80 

<LOQ 

0.4 


(ppm) = Parts per Million, (ppm) = (pg/g),, LOQ = Limit of Quantitation 


Heavy Metals (Passed) 

Action 



Level 

Result 

LOQ 

Analyte 

(PPb) 

(PPb) 

(PPb) 

Arsenic (As)_ 

1500 

<LOQ 

100 

Mercury (Hq) 

3000 

<LOQ 

100 


Action 

Level Result LOQ 

(ppb) (ppb) (ppb) Analyte 


500 <LOQ 100 Lead (Pb) 


(ICP-MS) 

Action 

Level Result LOQ 

(ppb) (ppb) (ppb) 

500 <1.00 100 


(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 







Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 


This report shall not be reproduced, without written approval, from ACS Laboratory. The results of this report relate only to the material or product analyzed. Test results are confidential 
unless explicitly waived otherwise. Accredited by a third-party accrediting body as a competent testing laboratory pursuant to ISO/IEC 7 7025 of the International Organization for 
Standardization. 
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Balanced Health Botanicals 
1500 W Hampden Ave 
STE 5-G 

Sheridan, CO 80110 


Certificate of Analysis 


ACS LABORATORY 
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Order #: BAL200129-020022 


Order Date: 2020-01-29 


Collection Date: 2020-01-30 


Report Date: 2020-02-03 


Batch #: 0120016F2 
Sample#: AAAB744 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Extracted From: Industrial Hemp 

Description: 17mg Full Spectrum CBD Oil Tincture 


Initial Gross Weight: 59970mg 
Method: SOP-3 



Mycotoxins (Passed) 


(LCMS/MS) 


Analyte 

Action 

Level Result 
(ppb) (ppb) 

LOQ 

(PPb) 

Analyte 

Action 

Level 

(PPb) 

Result 

(ppb) 

LOQ 

(PPb) 

Analyte 

Action 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Aflatoxin B1_ 

<LOQ 

6 

Aflatoxin B2 


<LOQ 

6 

Aflatoxin G1 


<LOQ 

6 

Aflatoxin G2 

-..<loq 

6 

Aflatoxin Total 

20 

<L0Q 

6 

Ochratoxin A 

20 

<L0Q 

_12 


(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 


Water Activity (Passed) 


Analyte 


Action 

Level Result 
(aw) (aw) 


(AquaLab 

4TE) 


Water Activity 


0.65 0.213 


(aw) = aw 


Microbiology #5 (Petrifilm/Plating) (Passed) 

Result LOQ 

Analyte (efij/g) (cfu/g) Analyte 

Result 

(cfu/g) 

LOQ 

(cfu/g) 

Analyte 

Result 

(cfu/g) 

(Petrifilm) 

LOQ 

(cfu/g) 

Aerobic Bacteria <10 10 E. Coli / Coliform 

<10 

10 

Yeast/Mold 

<10 

10 

(cfu/g) = Colony Forming Unit per Gram,, LOQ = Limit of Quantitation 


(MsuA 





Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 


This report shall not be reproduced, without written approval, from ACS Laboratory. The results of this report relate only to the material or product analyzed. Test results are confidential 
unless explicitly waived otherwise. Accredited by a third-party accrediting body as a competent testing laboratory pursuant to ISO/IEC 7 7025 of the International Organization for 
Standardization. 
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cieslabcannabis.com 







Terpenes - FL (Tested) 

Result 

Analyte (mg/g) (%) 

LOQ 

(%) 

Analyte 

Result 

(mg/g) 

(%) 

LOQ 

(%) 

Analyte 

Result 

(mg/g) 

(GC/GCMS) 

LOQ 

(%) (%) 

(+)-Cedrol 


<L0Q 

0.001 

(R)-(+)-Limonene 


<LOQ 

0.001 

3-Carene 


<LOQ 

0,001 

Alpha-Bisabolol 


<L0Q 

0.001 

alpha-Cedrene_ 


<L0Q 

0.001 

alpha-Humulene 


<LOO 

0.001 

alpha- 

Phellandrene 


<L0Q 

0.001 

alpha-Pinene 


<LOQ 

0.001 

alpha-Terpinene 


<LOQ 

0.001 





beta-Myrcene 


<LOQ 

0.001 

beta-Pinene 


<LOQ 

0.001 

Borneol 


. <L0Q 

0.001 

Camphene 


<LOQ 

0.001 

Camphors 


<LOQ 

0.001 

Carvophyllene 

oxide 


<LOQ 

n nm 

cis-Nerolidol 


<L0Q 

0.001 

Eucaiyptol 


<LOQ 

0.001 




U.UU 1 

Farnesene 


<LOQ 

0.001 

Fenchone 


<LOQ 

0.001 

Fenchyl Alcohol 


<LOQ 

0.001 

gamma- 


<LOQ 

0.001 

Geraniol 


<LOQ 

0.001 





Terpinene 


Geranyl acetate 


<LOQ 

0.001 










Guaiol 


<L0Q 

0.001 

Hexahydrothymol 


<LOQ 

0.001 

Isoborneol 


<LOQ 

0.001 

Isopulegol 


<L0Q 

0,001 

Linalool 


<LOQ 

0.001 

Nerol 


<LOQ 

0.001 

Ocimene 


<L0Q 

0.001 

Pulegone 


<LOQ 

0.001 

Sabinene 


<LOQ 

0.001 

Sabinene Hydrate 


<L0Q 

0.001 

Terpineol 


<L0Q 

0.001 

Terpinolene 


<LOQ 

0.001 

trans-beta- 
Ocimene_ 


<LOQ 

0.001 

trans- 

Caryophyllene 


<LOQ 

0.001 

trans-Nerolidol 


<LOQ 

0.001 









Valencene 


<LOQ 

0.001 


(mg/g) = Milligram per Gram,, LOQ = Limit of Quantitation 






/ / - 


Xueli Gao 

Ph.D., DABT 

Lab Toxicologist 

Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 

Principal Scientist 
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Balanced Health Botanicals 
1500 W Hampden Ave 

STE 5-G 

Sheridan, CO 80110 

Certificate of Analysis 

ACS LABORATORY 

CERTIFIED 
CANNABIS&CB D 
TESTED SAFE « 

Qcslobconnubi9.com 

Order #: BAL200129-020022 

L. 

Order Date: 2020-01-29 Collection Date: 2020-01-30 

Report Date: 2020-02-03 


Batch #: 0120016F2 
Sample #: AAAB744 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Extracted From: Industrial Hemp 

Description: 17mg Full Spectrum CBD Oil Tincture 


Initial Gross Weight: 59970mg 
Method: SOP-3 



Pesticides (Passed) 


(LCMS/MS) 


Analyte 

Action 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Analyte 

Action 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Analyte 

Action 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Acephate _ 

3000 

<LOQ 

30 

Acequinocvl_ 

2000 

<LOQ 

48 

Acetamiprid 

3000 

<LOQ 

30 

Aldicarb_ 

100 

<LOQ 

30 

Azoxystrobin 

3000 

<LOQ 

10 

Bifenazate 

3000 

<LOQ 

30 

Bifenthrin_ 

500 

<LOQ 

30 

Chlorfenapyr 

100 

<LOQ 

48 

Chlorpyrifos 

100 

<LOQ 

30 

Clofentezine . 

500 

<LOQ 

30 

Coumaphos_ 

100 

<LOQ 

30 

Cypermethrin 

1000 

<LOQ 

30 

Daminozide 

100 

<LOQ 

30 

DDVP(Dichlorvos) 

100 

<LOQ 

30 

Diazinon 

200 

<LOQ 

30 

Dimethoate 

100 

<LOQ 

30 

Dimethomorph 

3000 

<LOQ 

30 

Ethoprop(hos) 

100 

<LOQ 

30 

Etofenprox 

100 

<LOQ 

30 

Etoxazole 

1500 

<LOQ 

30 

Fenhexamid 

3000 

<LOQ 

30 

Fenoxycarb.. 

100 

<LOQ 

30 

Fipronil 

100 

<LOQ 

30 

Flonicamid 

2000 

<LQQ 

30 

Fludioxonil 

3000 

<LOQ 

30 

Hexythiazox 

2000 

<LOQ 

30 

Imazalil 

100 

<LOQ 

30 

Imidacloprid 

3000 

<LOQ 

30 

Kresoxim Methyl 

1000 

<LOQ 

30 

Malathion A 

2000 

<LOQ 

30 

Metalaxyl 

3000 

<LOQ 

10 

Methiocarb 

100 

<LOQ 

30 

Methomyl 

100 

<LOQ 

30 

Mevinphos 

100 

<LOQ 

30 

Myclobutanil 

3000 

<LOQ 

30 

Naled 

500 

<LOQ 

30 

Oxamyl_ 

500 

<LOQ 

30 

Paclobutrazol 

100 

<LOQ 

30 

Parathion-methyl 

100 

<LOQ 

10 

Pentachloronitrobenz- 
ono onn 

<LOQ 

30 

Permethrin 

1000 

<LOQ 

30 

Phosmet 

200 

<LOQ 

30 

— 




Piperonylbutoxide 

3000 

<LOQ 

30 

Prallethrin 

400 

<LOQ 

30 

Propiconazole 

1000 

<LOQ 

30 

Propoxur 

100 

<LOQ 

30 

Pyrethrins 

1000 

<LOQ 

30 

Pyridaben 

3000 

<LOQ 

30 

Spinetoram 

3000 

<LOQ 

30 

Spinosyn A 

3000 

<LOQ 

30 

Spinosyn D 

3000 

<LOQ 

30 

Spiromesifen 

3000 

<LOQ 

30 

Spirotetramat 

3000 

<LOQ 

30 

Spiroxamine 

100 

<LOQ 

30 

Tebuconazole 

1000 

<LOQ 

30 

Thiacloprid 

100 

<LOQ 

30 

Thiamethoxam 

1000 

<LOQ 

30 

Trifloxystrobin 

3000 

<LOQ 

30 






(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 







Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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Balanced Health Botanicals 
1500 W Hampden Ave 
STE 5-G 

Sheridan, CO 80110 


Certificate of Analysis 


ACS LABORATORY 

CERTIFIED 
CANN ABIS&CI 
TESTED SAFE 

ocilobcon no bi9.com 




Order #: BALI 91230-020012 

V. 

Order Date: 2019-12-30 

Collection Date: 2019-12-31 

Report Date: 2020-01-04 

f —. .-. “ -’ 


Batch #: 0219354F3 
Sample #: AAAA843 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Extracted From: Industrial Hemp 

Description: 33mg/ml Full Spectrum CBD Oil Tincture 


Initial Gross Weight: 58488mg 
Net Weight: 7.201 mg 
Density: 0.9421 mg 
Method: SOP-3 



Potency 

Tested 


Residual Solvents 

Passed 


Heavy Metals 

Passed 


Mycotoxins 

Passed 


Water Activity 

Passed 


Microbiology Petrifilm 

Passed 


Terpenes 

Tested 


Pesticides 

Passed 



CBD Total 


3.928% 


0.283mg 



THC Total 


0.217% 


0.016mg 



CBG Total 


0.057% 


0.004mg 


CBN Total 
Not Detected 


Other Cannabinoids 
0.141% O.OIOmg 


Total Cannabinoids 
4.343% 0.313mg 


Potency -11 (Tested) 

Result 

Analyte (mg/ml) 


(%) 


LOQ 

(%) Analyte 


Result 

(mg/ml) 


(%) 


LOQ 

(%) Analyte 


Result 

(mg/ml) 


(HPLC) 

LOQ 

(%) (%) 


1.328 0.141 0.001 CBD 
_ <LOQ 0,001 CBG 


36.836 3.910 0.001 CBDA 


0.192 0.0 20 0.001 


0.536 0.057 0.001 CBGA 


<LOQ 0,001 


<LOQ 0.001 Delta-9-THC 


2,044 0,217 0,001 


CBC _ 

CBDV _ 

CBN _ <LOQ 0.001 Delta-8-THC 

THCA-A _ <LOQ 0.001 THCV 

Total THC _ 2. 044 0.217 0.001 

*Total CBD = CBD + (CBD-A * 0.877), *Total THC = THCA-A * 0.877 + Delta 9 THC, *CBG Total = (CBGA * 0.877) + CBG, *CBN Total = (CBNA * 0.877) + CBN, *Other Cannabinoids Total = 
CBC + CBDV + THCV + THCV-A, *Total Detected Cannabinoids = CBD Total + CBG Total + CBN Total + THC Total + CBC + CBDV + THCV + THCV-A, *Total (mg) = Total (%) -r 100 * Net 
Weight(mg) (mg/ml) = Milligrams per Milliliter,, LOQ = Limit of Quantitation 


<LOQ 0.001 Total CBD 


37.005_3.928 0.001 







Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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ACS LABORATORY 


CERTIFIED 
CANNABIS&C 
TESTED SAFE 

aralabctirmubis.com 





Residual Solvents - FL (Passed) (GC/GCMS) 


Action Action Action 


Analyte 

Level 

(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

Analyte 

Level 

(ppm) 

Result 

(ppm) 

LOQ 

(PPm) 

Analyte 

Level 

(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

1,1- 

Dichloroethene 

8 

<LOQ 

0.132 

1,2- 

dichloroethane 

5 

<LOQ 

0.032 

Acetone_ 

5000 

<LOQ 

12 









Acetonitrile 

410 

<LOQ 

0.96^ 

Benzene 

2 

<LOQ 

0.016 

Butanes 

2000 

<LOQ 

13.32 

Chloroform 

60 

<LOQ 

0.032 

Ethanol 

5000 

<LOQ 

16 

Ethyl Acetate 

5000 

<LOQ 

6.4 

Ethyl Ether 

5000 

<LOQ 

8 

Ethylene Oxide 

5 

<LOQ 

0.32 

Heptane 

5000 

<LOQ 

_8_ 

Hexane 

290 

<LOQ 

0.8 

Isopropyl alcohol 

500 

<LOQ 

8 

Methanol 

3000 

<L0Q 

4 

Methylene 












chloride 

600 

<LOQ 

_2 

Pentane 

5000 

<LOQ 

12 

Propane 

2100 

<LOQ 

26.668 

Toluene 

890 

<LOQ 

2.4 

Total Xylenes 

2170 

<LOQ 

7.2 

Tricloroethene 

80 

<LOQ 

0.4 





(ppm) = Parts per Million, (ppm) = (pg/g),, LOQ = 

Limit of Quantitation 








Heavy Metals (Passed) 








(ICP-MS) 


Action 


' 


Action 




Action 




Level 

Result 

LOQ 


Level 

Result 

LOQ 


Level 

Result 

LOQ 

Analyte 

(ppb) 

(PPb) 

(PPb) 

Analyte 

(ppb) 

(PPb) 

(PPb) 

Analyte 

(PPb) 

(PPb) 

(PPb) 

Arsenic (As)_ 

1500 

<LOQ 

100 

Cadmium (Cd)_ 

500 

<LOQ 

100 

Lead (Pb)_ 

500 

<LOQ 

100 

Mercury (Hg) 

3000 

<LOQ 

100 









(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 








Mycotoxins (Passed) 









(LCMS/MS) 


Action 




Action 




Action 




Level 

Result 

LOQ 


Level 

Result 

LOQ 


Level 

Result 

LOQ 

Analyte 

(PPb) 

(PPb) 

(PPb) 

Analyte 

(PPb) 

(PPb) 

(PPb) 

Analyte 

(ppb) 

(ppb) 

(ppb) 

Aflatoxin B1_ 


<LOQ 

_6__ 

Aflatoxin B2 


<LOQ 

_6_ 

Aflatoxin G1_ 


<LOQ 

6 

Aflatoxin G2_ 


<L0Q 

6 

Aflatoxin Total 

20 

<L0Q 

6 

Ochratoxin A 

20 

<LOQ 

12 


(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 


(MaA 



Xueli Gao 

Ph.D., DABT 


Lab Toxicologist Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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Certificate of Analysis 


ACS LABORATORY 


CERTIFIED 
CANNABIS&C 
TESTED SAFE 

ac&lobconnubis.com 


F^\ 


Order #: BALI 91230-020012 

L.. 

Order Date: 2019-12-30 

Collection Date: 2019-12-31 

Report Date: 2020-01-04 

r. ——....-. 


Batch #: 0219354F3 
Sample#: AAAA843 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Extracted From: Industrial Hemp 

Description: 33mg/ml Full Spectrum CBD Oil Tincture 


Initial Gross Weight: 58488mg 
Net Weight: 7.201 mg 
Density: 0.9421 mg 
Method: SOP-3 



Water Activity (Passed) 


Analyte 


Action 

Level 

(aw) 


Result 

(aw) 


Water Activity 

(aw) = aw 


0.65 0.274 


(AquaLab 

4TE) 


Microbiology #5 (Petrifilm/Plating) (Passed) 

Result LOQ 

Analyte (cfu/g) (cfu/g) Analyte 

Result 

(cfu/g) 

LOQ 

(cfu/g) 

Analyte 

Result 

(cfu/g) 

(Petrifilm) 

LOQ 

(cfu/g) 

Aerobic Bacteria <10 10 E. Coli / Coliform 

<10 

10 

_ Yeast/Mold . 

<10 

10_ 


(cfu/g) = Colony Forming Unit per Gram,, LOQ = Limit of Quantitation 


(M*A 

Xueli Gao Lab Toxicologist 

Ph.D., DABT 


- 

Aixia Sun Principal Scientist 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 
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STE 5-G 
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Certificate of Analysis 

ACS LABORATORY 

CERTIFIED 
CANNABIS&C BDM 
TESTED SAFE M 

acrilabcurmcibis.com 

Order #: BALI 91230-020012 

v.. 

Order Date: 2019-12-30 Collection Date: 2019-12-31 

Report Date: 2020-01-04 


Batch #: 0219354F3 
Sample #: AAAA843 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Extracted From: Industrial Hemp 

Description: 33mg/ml Full Spectrum CBD Oil Tincture 


Initial Gross Weight: 58488mg 
Net Weight: 7.201 mg 
Density: 0.9421 mg 
Method: SOP-3 



Terpenes - FL (Tested) 

Result 


Result 


(GC/GCMS) 


Analyte 

(mg/g) 

(%) 

(%) 

Analyte 

(mg/g) 

(%) 

(%) 

Analyte 

(mg/g) 

(%) 

(%) 

(+)-Cedrol 

0.062 

0.006 

0.001 

(R)-(+)-Limonene 


<LOQ 

0.001 

3-Carene 


<LOQ 

0.001 

Alpha-Bisabolol 

0.333 

0.033 

0.001 

alpha-Cedrene 


<LOQ 

0.001 

alpha-Humulene 

0.183 

0.018 

0.001 

alpha- 

Phellandrene 


<LOQ 

0.001 

alpha-Pinene 


<LOQ 

0.001 

alpha-Terpinene 


<LOQ 

0.001 





beta-Myrcene 

0.042 

0.004 

0.001 

beta-Pinene 


<LOQ 

0.001 

Borneol 


<L0Q 

0.001 

Camphene 


<LOQ 

0.001 

Camphors 


<LOQ 

0.001 

Carvophyllene 

oxide 

0.061 

0.006 

0.001 

cis-Nerolidol 


<LOQ 

0.001 

Eucalyptol 


<LOQ 

0.001 





Farnesene 

1.388 

0.139 

0.001 

Fenchone 


<LOQ 

0.001 

Fenchyl Alcohol 


<LOQ 

0.001 

gamma- 


<LOQ 

0.001 

Geraniol 


<LOQ 

0.001 





Terpinene 


Geranyl acetate 


<LOQ 

0.001 










Guaiol 

0.233 

0.023 

0.001 

Hexahydrothymol 


<L0Q 

0.001 

Isoborneol 


<LOQ 

0.001 

Isopulegol 


<LOQ 

0.001 

Linalool 


<LOQ 

0.001 

Nerol 


<LOQ 

0.001 

Ocimene 


<LOQ 

0.001 

Pulegone 


<LOQ 

0.001 

Sabinene 


<LOQ 

0.001 

Sabinene Hydrate 


<L0Q 

0.001 

Terpineol 


<LOQ 

0.001 

Terpinolene 


<LOQ 

0.001 

trans-beta- 

Ocimene 


<LOQ 

0.001 

trans- 

0.491 

0.049 

0.001 

trans-Nerolidol 

0.040 

0.004 

0.001 


Caryophyllene_ 

Valencene 

0.041 

0.004 

0.001 










(mg/g) = Milligram per Gram,, LOQ = Limit of Quantitation 







Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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ACS LABORATORY 

CERTIFIED 
CAN N ABIS&CI 
TESTED SAFE 

ac&lobcon no bis.com 




Order #: BALI 91230-020012 

i____ 

Order Date: 2019-12-30 

Collection Date: 2019-12-31 

Report Date: 2020-01-04 

t 


Batch #: 0219354F3 
Sample #: AAAA843 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Extracted From: Industrial Hemp 

Description: 33mg/ml Full Spectrum CBD Oil Tincture 


Initial Gross Weight: 58488mg 
Net Weight: 7.201 mg 
Density: 0.9421 mg 
Method: SOP-3 





Pesticides (Passed) 

Action 


Level Result 


LOQ 


Action 

Level 


Result 


Action 

Level 


(LCMS/MS) 


Result 


Analyte 

(PPb) 

(PPb) 

(PPb) 

Analyte 

(PPb) 

(ppb) 

(PPb) 

Analyte 

(PPb) 

(PPb) 

(PPb) 

Abamectin___ 

300 

<LOQ 

28.23 

Acephate_ 

3000 

<LOQ 

30 

Acequinocyl 

2000 

<LOQ 

48 

Acetamiprid 

3000 

<LOQ 

30 

Aldicarb 

100 

<LOQ 

30 

Azoxystrobin_ 

3000 

<LOQ 

10 

Bifenazate_ 

3000 

<L0Q 

30 

Bifenthrin 

500 

<LOQ 

30 

Chlorfenapyr__ 

100 

<LOQ 

48 

Chlorpyrifos 

100 

.<LOQ 

30 

Clofentezine 

500 

<LOQ 

30 

Coumaphos_ 

_100 

<LOQ 

30 

Cyfluthrin_ 

1000 

<LOQ 

30 

Cypermethrin 

1000 

<LOQ 

30 

Daminozide 

100 

<LOQ 

30 

DDVP(Dichlorvos) 

100 

<LOQ 

30 

Diazinon 

200 

<LOQ 

30 

Dimethoate 

100 

<LOQ 

30 

Dimethomorph 

3000 

<LOQ 

30 

Ethoprop(hos) 

100 

<LOQ 

30 

Etofenprox 

100 

<LOQ 

30 

Etoxazole 

1500 

<LOQ 

30 

Fenhexamid 

3000 

<Loa 

30 

Fenoxycarb 

100 

<LOQ 

30 

Fipronil 

100 

<LOQ 

30 

Flonicamid 

2000 

<LOQ 

30 

Fludioxonil 

3000 

<LOQ 

30 

Hexythiazox 

2000 

<L0Q 

30 

Imazalil 

100 

<LOQ 

30 

Imidacloprid 

3000 

<LOO 

30 

Kresoxim Methyl 

1000 

<LOQ 

30 

Malathion A 

2000 

<LOQ 

30 

Metalaxyl 

3000 

<LOQ 

10 

Methiocarb 

100 

<LOQ 

30 

Methomyl 

100 

<LOQ 

30 

Mevinphos 

100 

<LOQ 

30 

Myclobutanil 

3000 

<LOQ 

30 

Naled 

500 

<LOQ 

30 

Oxamvl 

500 

<LOQ 

30 

Paclobutrazol 

100 

<LOQ 

30 

Parathion-methyl 

100 

<LOQ 

48 

Pentachloronitrobenz- 











ene 

200 

<LOQ 

30 

Permethrin 

1000 

<L0Q 

30 

Phosmet 

200 

<LOQ 

30 

Piperonylbutoxide 

3000 

<LOQ 

30 

Prallethrin 

400 

<LOQ 

30 

Propiconazole. 

1000 

<LOQ 

30 

Propoxur 

100 

<LOQ 

30 

Pvrethrins 

1000 

<LOQ 

30 

Pyridaben 

3000 

<LOQ 

30 

Spinetoram 

3000 

<LOQ 

30 

Spinosyn A 

3000 

<LOQ 

30 

Spinosyn D 

3000 

<LOQ 

30 

Spiromesifen 

3000 

<LOQ 

30 

Spirotetramat 

3000 

<LOQ 

30 

Spiroxamine 

100 

<L0Q 

30 

Tebuconazole 

1000 

<LOQ 

30 

Thiacloprid 

100 

<LOQ 

30 

Thiamethoxam 

1000 

<LOQ 

30 

Trifloxystrobin 

3000 

<LOQ 

30 

(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = 

Limit of Quantitation 












Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 


This report shall not be reproduced, without written approval, from ACS Laboratory. The results of this report relate only to the material or product analyzed. Test results are confidential 
unless explicitly waived otherwise. Accredited by a third-party accrediting body as a competent testing laboratory pursuant to ISO/IEC 17025 of the International Organization for 
Standardization. 


721 Cortaro Drive 

Sun City Center, FL - 33573 


P: +1 (866) 762-8379 
F: +1 (813)634-4538 


E: info@acslabcannabis.com 
http://www.acslabcannabis.com 


License No. 800025015 
CLIA No. 10D1094068 

5 of 5 




















































































































































Balanced Health Botanicals 
1500 W Hampden Ave 
STE 5-G 

Sheridan, CO 80110 


Certificate of Analysis 


ACS LABORATORY 

CERTIFIED 
CANNABIS&CI 
TESTED SAFE 

acslobcunnabia.com 




Order #: BAL200102-020032 

V... 

Order Date: 2020-01-02 

Collection Date: 2020-01-02 

Report Date: 2020-01-07 


f . ." .'. 


Batch #: 021935710 
Sample #: AAAA886 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 
Extracted From: Industrial Hemp 

Description: 8mg/mL Pure (THC Free) CBD Isolate Tincture 


Initial Gross Weight: 50501 mg 
Density: .9448g/ml 
Method: SOP-3 



Potency 


Residual Solvents 

Heavy Metals 

Tested 


Passed 

Passed 


Mycotoxins 


Water Activity 

Microbiology Petrifilm 

Passed 


Passed 

Tested 


Pesticides 

Passed 



The photos on this report are of a sample collected by the lab 
and may vary from the final packaging. 


CBD Total 

0.963% 


THC Total 

Not Detected 


CBG Total 

Not Detected 




CBN Total 


Other Cannabinoids Total 


Total Detected Cannabinoids 

Not Detected 


Not Detected 


0.963% 


Potency -11 (Tested) 

Result 

Analyte (mg/ml) 


(%) 


LOQ 

(%) Analyte 


Result 

(mg/ml) 


(%) 


LOQ 

(%) Analyte 


Result 

(mg/ml) 


(HPLC) 

LOQ 

(%) (%) 


CBC 


<L0Q 0.001 CBD 


9.098 0.963 0.001 CBDA 


CBpy 


<L0Q 0.001 CBG 


<L0Q 0.001 CBG A 


<L0Q _ 0.001 

<LOQ 0.001 


CBN 


<LOQ 0.001 Delta-8 -THC 


<L0Q 0.001 Delta-9-TH C 


<LOQ 0.001 


THCA-A 


_.<LO.Q_ 0.001 THCV 


<L 0Q 0.001 Tot al CBD 


9,098 0.963 0.001 


Total THC 


<L0Q 0.001 


♦Total CBD = CBD + (CBD-A * 0.877), *Total THC = THCA-A * 0.877 + Delta 9 THC, *CBG Total = (CBGA * 0.877) + CBG, *CBN Total = (CBNA * 0.877) + CBN, *Other Cannabinoids Total = 
CBC + CBDV + THCV + THCV-A, *Total Detected Cannabinoids = CBD Total + CBG Total + CBN Total + THC Total + CBC + CBDV + THCV + THCV-A (mg/ml) = Milligrams per Milliliter,, 
LOQ = Limit of Quantitation 


cbuA Gts*~> 





Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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Residual Solvents - FL (Passed) 


Analyte 

Action 

Level 

(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

Analyte 

Action 

Level 

(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

Analyte 

Action 

Level 

(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

1,1- 

Dichloroethen-e 

8 

<LOQ 

0.132 

1,2- 

dichloroethan-e 

5 

<LOQ 

0.032 

Acetone 

5000 

<LOQ 

12 

Acetonitrile 

Chloroform 

410 

60 

<LOQ 

<LOQ 

0.96 

0.032 

Benzene 

2 

<LOQ 

0.016 

Butanes 

2000 

<L0Q 

13.32 

Ethanol 

5000 

<L0Q 

16 

Ethyl Acetate 

5000 

<LOQ 

6.4 

Ethyl Ether 

5000 

<LOQ 

_8_ 

Ethylene Oxide 

5 

<LOQ 

0.32 

Heptane 

5000 

<LOQ 

8 

Hexane 

290 

<LOQ 

0.8 

Isopropyl alcohol 

500 

<L0Q 

8 

Methanol 

3000 

<LOQ 

4 

Methylene 












chloride 

600 

<LOCL 

_2_ 

Pentane 

5000 

<L0Q 

12 

Propane 

2100 

<LOQ 

26.668 

Toluene 

890 

<LOQ 

2.4 

Total Xylenes 

2170 

<L0Q 

7.2 

Tricloroethene 

80 

<L0Q 

0.4 





(ppm) = Parts per Million, (ppm) = (pg/g),, LOQ = 

Limit of Quantitation 








Heavy Metals (Passed) 








(ICP-MS) 


Action 




Action 




Action 




Level 

Result 

LOQ 


Level 

Result 

LOQ 


Level 

Result 

LOQ 

Analyte 

(PPb) 

(ppb) 

(PPb) 

Analyte 

(PPb) 

(PPb) 

(PPb) 

Analyte 

(PPb) 

(PPb) 

(PPb) 

Arsenic (As)_ 

1500 

<LOQ 

100 

Cadmium (Cd)_ 

500 

<LOQ 

100 

Lead (Pb) 

500 

<LOQ 

100 


3000 <L0Q 


100 


M ercu ry (Hg) 


(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 


Mycotoxins (Passed) 

Action 

Level Result 
Analyte (ppb) (ppb) 


LOQ 

(PPb) 


Analyte 


Action 

Level Result LOQ 

(ppb) (ppb) (ppb) Analyte 


Aflatoxin B1 
Aflatoxin G2 


<LOQ 

<L0Q 


Aflatoxin B2 _ 

Aflatoxin Total 


<L0Q 


20 <L0Q 


6 Aflatoxin G1 
6 Ochratox in A 


(LCMS/MS) 

Action 

Level Result LOQ 

(ppb) (ppb) (ppb) 

_ <LOQ 6 

20 <LOQ 12 


(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 


(MasA 





Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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F\ 



Water Activity (Passed) 

Action 

Level Result 
Analyte (aw) (aw) 

Water Activity _ 0.65 0 . 371 

(aw) = aw 


(AquaLab 

4TE) 


Microbiology #5 (Petrifilm/Plating) (Tested) 

Result LOQ 

Analyte (cfu/g) (cfu/g) Analyte 

Result 

(cfu/g) 

LOQ 

(cfu/g) 

Analyte 

Result 

(cfu/g) 

(Petrifilm) 

LOQ 

(cfu/g) 

Aerobic Bacteria <10 10 E. Coli / Coliform 

<10 

10 

Yeast/Mold 

<10 

10 

(cfu/g) = Colony Forming Unit per Gram,, LOQ = Limit of Quantitation 


(MaA 





Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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Order #: BAL200102-020032 Order Date: 2020-01-02 Collection Date: 2020-01-02 Report Date: 2020-01-07 

Batch #: 021935710 Initial Gross Weight: 50501 mg 

Sample#: AAAA886 Density: .9448g/ml 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) Method: SOP-3 

Extracted From: Industrial Hemp 

Description: 8mg/mL Pure (THC Free) CBD Isolate Tincture 



Pesticides (Passed) (LCMS/MS) 

Action Action Action 


Analyte 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Analyte 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Analyte 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Abamectin 

300 

<LOQ 

28.23 

Acephate_ 

3000 

<LOQ 

30 

Acequinocyl_ 

2000 

<LOQ 

48 

Acetamiprid 

3000 

<LOQ 

30 

Aldicarb 

100 

<LOQ 

30 

Azoxvstrobin 

3000 

<LOQ 

10 

Bifenazate 

3000 

<LOQ 

30 

Bifenthrin 

500 

<LOQ 

30 

Chlorfenapyr 

100 

<LOQ 

_48 

Chlorpyrifos 

100 

<LOQ 

30 

Clofentezine 

_500 

<LOQ 

30 

Coumaphos _ 

_100_ 

<LOQ 

_30 

Cyfluthrin 

1000 

<LOQ 

30 

Cypermethrin 

1000 

<LOQ 

30 

Daminozide 

100 

<LOQ 

30 

DDVP(Dichlorvos) 

100 

<LOQ 

30 

Diazinon 

200 

<LOQ 

30 

Dimethoate 

100 

<LOQ 

30 

Dimethomorph 

3000 

<LOQ 

30 

Ethoprop(hos) 

100 

<LOQ 

30 

Etofenprox 

100 

<LOQ 

30 

Etoxazole 

1500 

<LOQ 

30 

Fenhexamid 

_3000 

<LOQ 

30 

Fenoxycarb 

100 

<LOQ 

_30 

Fipronil 

100 

<LOQ 

30 

Flonicamid 

2000 

<LOQ 

30 

Fludioxonil 

3000 

<LOQ 

30 

Hexythiazox 

2000 

<LOQ 

30 

Imazalil 

100 

<LOQ 

30 

Imidacloprid 

3000 

<LOQ 

30 

Kresoxim Methyl 

1000 

<LOQ 

30 

Malathion A 

2000 

<LOQ 

30 

Metalaxyl 

3000 

<LOQ 

10 

Methiocarb. 

100 

<LOQ 

30 

Methomyl 

100 

<LOQ 

30 

Mevinphos 

_100 

<LOQ 

_30 

Myclobutanil 

3000 

<LOQ 

30 

Naled 

500 

<LOQ 

30 

Oxamyl 

500 

<LOQ 

_30. 

Paclobutrazol 

100 

<LOQ 

30 

Parathion-methyl 

100 

<LOQ 

48 

Pentachloronitrob- 

200 








enzene 

<LOQ 

30 

Permethrin 

1000 

<LOQ 

30 

Phosmet 

200 

<LOQ 

30 

Piperonylbutoxide 

3000 

<LOO 

30 

Prallethrin 

400 

<LOQ 

30 

ProDiconazole 

1000 

<LOQ 

30 

Propoxur 

100 

<LOQ 

30 

Pyrethrins 

1000 

<LOQ 

30 

Pyridaben 

3000 

<LOQ 

30 

Spinetoram_ 

3000 

<LOQ 

30 

Spinosyn A 

3000 

<LOQ 

30 

Spinosyn D 

3000 

<LOQ 

30 

Spiromesifen 

3000 

<LOQ 

30 

Spirotetramat 

3000 

<L0Q 

30 

Spiroxamine 

100 

<LOQ 

30 

Tebuconazole 

1000 

<LOQ 

_30_ 

Thiacloprid 

100 

<LOQ 

30 

Thiamethoxam 

1000 

<LOQ 

30 

Trifloxystrobin 

3000 

<LOQ 

30 


(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 


Xueli Gao Lab Toxicologist 

Ph.D., DABT 



Aixia Sun Principal Scientist 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 
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CERTIFIED 
CANNABIS&CI 
TESTED SAFE 

ocilobco rmobis.com 




Order #: BALI 91220-030086 

v._ 

Order Date: 2019-12-20 

Collection Date: 2019-12-23 

Report Date: 2019-12-30 



Batch #: 021935311 Initial Gross Weight: 36738mg 

Sample#: AAAA628 Density: .939967mg 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) Method: SOP-3 

Extracted From: Industrial Hemp 

Description: 17mg/mL Pure (THC Free) CBD Oil Tincture 

L_ 

H 

r f . - 

Potency 

Tested 

Residual Solvents 

Passed 

Heavy Metals 

Passed 

| 

Mycotoxins 

Passed 

Water Activity 

Passed 

Microbiology 

Passed 

Pesticides 

Passed 


. 


CBD Total 

1.941% 


THC Total 
Not Detected 


CBG Total 
Not Detected 


CBN Total 
Not Detected 


Other Cannabinoids Total 

Not Detected 


Total Detected Cannabinoids 

1.941% 


Potency - 

Analyte 

11 (Tested) 

Result 

(mg/ml) (%) 

LOQ 

(%) 

Analyte 

Result 

(mg/ml) 

(%) 

LOQ 

(%) 

Analyte 

Result 

(mg/ml) 

(%) 

(HPLC) 

LOQ 

(%) 

CBC 

<LOQ 

0.001 

CBD_ 

18.245 

1.941 

0.001 

CBDA_ 


<LOQ 

0.001 

CBDV 

<LOQ 

0.001 

CBG_ 


<LOQ 

0.001 

CBGA 


<LOQ 

0.001 

CBN 

<LOQ 

0.001 

Delta-8-THC. 


<LOQ 

0.001 

Delta-9-THC 


<LOG 

0.001 

THCA-A 

...<LOQ 

0.001 

THCV 


<LOQ 

.0,001 _ 

Total CBD 

18.245 

1.941 

0.001 


Total THC 


<L0Q 0.001 


*Total CBD = CBD + (CBD-A * 0.877), *Total THC = THCA-A * 0.877 + Delta 9 THC, *CBG Total = (CBGA * 0.877) + CBG, *CBN Total = (CBNA * 0.877) + CBN, *Other Cannabinoids Total = 
CBC + CBDV + THCV + THCV-A, *Total Detected Cannabinoids = CBD Total + CBG Total + CBN Total + THC Total + CBC + CBDV + THCV + THCV-A (mg/ml) = Milligrams per Milliliter,, 
LOQ = Limit of Quantitation 


( Gi ^- 1 





Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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rv/Ai vvrv 1 


Order #: BALI 91220-030086 

Order Date: 2019-12-20 

Collection Date: 2019-12-23 

Report Date: 2019-12-30 




Batch #: 021935311 
Sample#: AAAA628 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Extracted From: Industrial Hemp 

Description: 17mg/mL Pure (THC Free) CBD Oil Tincture 


initial Gross Weight: 36738mg 
Density: .939967mg 
Method: SOP-3 


V. 



Residual Solvents - FL (Passed) 


(GC/GCMS) 


Analyte 

Action 

Level 

(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

Analyte 

Action 

Level 

(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

1,1- 

Dichloroethen-e 

8 

<LOQ 

0.132 

1,2- 

dichloroethan-e 

5 

<LOQ 

0.032 

Benzene 

2 

<LOQ 

0.016 

Butanes 

2000 

<LOQ 

13.32 

Ethanol 

5000 

<loq_ 

16 

Ethyl Acetate 

5000 

<LOQ 

6.4 

Ethylene Oxide 

5 

<L0Q 

0.32 

Heptane 

5000 

<LOQ 

8 

Isopropyl alcohol 

500 

<LOQ 

8 

Methanol 

3000 

<LOQ 

4 

Pentane 

5000 

<LOQ 

12 

Propane 

2100 

<LOQ 

26.668 

Total Xylenes 

2170 

<LOQ 

7.2 

Tricloroethene 

80 

<LOQ 

0.4 


Analyte 

Action 

Level 

(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

Acetone 

5000 

<LOQ 

12 

Acetonitrile 

410 

<LOQ 

0.96 

Chloroform 

60 

<LOQ 

0.032 

Ethyl Ether 

5000 

<LOQ 

8 

Hexane 

290 

<LOQ 

0.8_ 

Methylene 

chloride 

600 

<LOQ 

2 

Toluene 

890 

<LOQ 

2.4 


(ppm) = Parts per Million, (ppm) = (pg/g),, LOQ = Limit of Quantitation 


Heavy Metals (Passed) 

Action 

Level Result LOQ 

Analyte (ppb) (ppb) (ppb) Analyte 

Arsenic (As) _ 1500 <LOQ 

Mercury (Hg ) _ 3000 <LOQ 


Action 

Level Result LOQ 

(ppb) (ppb) (ppb) Analyte 


Action 
Level Result 
(ppb) (ppb) 


(ICP-MS) 


LOQ 

(PPb) 


100 Cadmium (Cd) 
100 


500 _< LOQ 100 Lead (Pb) 


500 <LOQ 100 


(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 


Mycotoxins (Passed) 

Action 

Level Result LOQ 

Analyte (ppb) (ppb) (ppb) Analyte 


Action 

Level Result LOQ 

(ppb) (ppb) (ppb) Analyte 


(LCMS/MS) 

Action 

Level Result LOQ 
(ppb) (ppb) (ppb) 


Aflatoxi n B1 
Aflatoxin G2 


<LOQ 

<LOQl 


6 Aflatoxin B2 _ 

6 Aflatoxin Total 


<LOQ 
20 <LOQ 


6 Aflatoxin G1 
6 Ochratoxin A 


<LOQ 


20 <LOQ 


6 

12 


(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 


(MaA 





Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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Order #: BALI 91220-030086 

Order Date: 2019-12-20 Collection Date: 2019-12-23 

Report Date: 2019-12-30 

( 


Batch #: 021935311 Initial Gross Weight: 36738mg 

Sample#: AAAA628 Density: .939967mg 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) Method: SOP-3 

Extracted From: Industrial Hemp 
Description: 17mg/mL Pure (THC Free) CBD Oil Tincture 


Water Activity (Passed) (AquaLab 

4TE) 

Action 

Level Result 
Analyte (aw) (aw) 

Water Activi ty _ 0.65 0.245 _ 

(aw) = aw 




Microbiology #5 (Petrifilm/Plating) (Passed) 

Result LOQ 

Analyte (cfu/g) (cfu/g) Analyte 

Result 

(cfu/g) 

LOQ 

(cfu/g) 

Analyte 

Result 

(cfu/g) 

(Petrifilm) 

LOQ 

(cfu/g) 

Aerobic Bacteria <10 10 E. Coli / Coliform 

<10 

10 

Yeast/Mold 

<10 

10 


(cfu/g) = Colony Forming Unit per Gram,, LOQ = Limit of Quantitation 


cW>4 — 

Xueli Gao Lab Toxicologist Aixia Sun Principal Scientist 

Ph.D., DABT D.H.Sc., M.Sc., B.Sc., MT (AAB) 
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Balanced Health Botanicals 
1500 W Hampden Ave 
STE 5-G 

Sheridan, CO 80110 


Certificate of Analysis 


ACS LABORATORY 

CERTIFIED 
CANNABIS&CI 
TESTED SAFE 

ac&labcan nabis.com 


WIUIM 


Order #: BALI 91220-030086 

Order Date: 2019-12-20 

Collection Date: 2019-12-23 

Report Date: 2019-12-30 



Batch #: 021935311 
Sample #: AAAA628 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Extracted From: Industrial Hemp 

Description: 17mg/mL Pure (THC Free) CBD Oil Tincture 


Initial Gross Weight: 36738mg 
Density: .939967mg 
Method: SOP-3 



Pesticides (Passed) 


(LCMS/MS) 


Analyte 

Action 

Level 

(ppb) 

Result 

(PPb) 

LOQ 

(PPb) 

Analyte 

Action 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Analyte 

Action 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Abamectin_ 

300 

<LOQ 

28.23 

Acephate_ 

3000 

<LOQ 

30 

Acequinocyl 

2000 

<LOQ 

48 

Acetamiprid_ 

3000 

<L0Q 

30 

Aldicarb_ 

100 

<LOQ 

30 

Azoxystrobin 

3000 

<LOQ 

10 

Bifenazate_ 

3000 

<LOQ 

30 

Bifenthrin_ 

500 

<LOQ 

30 

Chlorfenapyr_ 

100 

<LOQ 

48 

Chlorpyrifos.. 

_100 

<LOQ 

30 

Clofentezine 

500 

<LOQ 

30 

Coumaphos 

100 

<LOQ 

30 

Cyfluthrin 

1000 

<LOQ 

30 

Cypermethrin 

1000 

<LOQ 

30 

Daminozide_ 

100 

<LOQ 

30 

DDVP(Dichlorvos) 

100 

<LOQ 

30 

Diazinon 

200 

<LOQ 

30 

Dimethoate 

100 

<LOO 

30 

Dimethomorph 

3000 

<LOQ 

30 

Ethoprop(hos) 

100 

<LOQ 

30 

Etofenprox 

100 

<LOQ 

30 

Etoxazole 

1500 

<LOQ 

30 

Fenhexamid 

._3000 

<LOQl 

30 

Fenoxvcarb.. 

100 

<LOQ 

30 

Fipronil 

100 

<L0Q 

30 

Flonicamid 

2000 

<L0Q 

30 

Fludioxonil 

3000 

<LOQ 

30 

Hexythiazox 

2000 

<LOQ 

30 

Imazalil 

100 

<LOQ 

30 

Imidacloprid 

3000 

<LOQ 

30 

Kresoxim Methyl 

1000 

<LOQ 

30 

Malathion A 

2000 

<LOQ 

30 

Metalaxyl 

3000 

<LOQ 

10 

Methiocarb 

100 

<LOQ 

30 

Methomyl 

100 

<LOQ 

30 

Mevinphos 

100 

<LOQ 

30 

Myclobutanil 

3000 

<LOQ 

30 

Naled 

500 

<LOQ 

30 

Oxamyl 

500 

<LOQ 

30 

Paclobutrazol 

100 

<LOQ 

30 

Parathion-methyl 

100 

<LOQ 

48 

Pentachloronitrob- 

200 

<LOQ 

30 









enzene 

Permethrin 

1000 

<LOQ 

30 

Phosmet 

200 

<LOQ 

30 

Piperonylbutoxide 

3000 

<LOQ 

30 

Prallethrin 

400 

<LOQ 

30 

Propiconazole 

1000 

<LOQ 

30 

Propoxur 

100 

<LOQ 

30 

Pyrethrins_ 

1000 

<LOQ 

30 

Pyridaben 

3000 

<LOQ_ 

30 

Spinetoram 

3000 

<LOQ 

30 

Spinosyn A 

3000 

<L0Q 

30 

Spinosyn D 

3000 

<LOQ 

30 

Spiromesifen 

3000 

<LOQ 

30 

Spirotetramat 

3000 

<LOQ 

30 

Spiroxamine 

100 

<LOQ 

30 

Tebuconazole 

1000 

<LOQ 

30 

Thiacloprid 

100 

<LOQ 

30 

Thiamethoxam 

1000 

<LOQ 

30 

Trifloxystrobin 

3000 

<LOQ 

30 


(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 


(% 





Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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Balanced Health 
Botanicals 
1500 W Hampden Ave 
STE 5-G 

Sheridan, CO 80110 


Certificate of Analysis 


ACS LABORATORY 


CERTIFIED 
CANNABIS&C 
TESTED SAFE 

uc 2 labcann 0 bis.com 




Order#: BAL200102-020032 

Order Date: 2020-01-02 

Collection Date: 2020-01-02 

Report Date: 2020-01-09 


'' ~ 


Batch #: 021935713 
Sample#: AAAA887 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 
Extracted From: Industrial Hemp 

Description: 83mg/mL Pure (THC Free) CBD Isolate Tincture 


Initial Gross Weight: 51515mg 
Density: .9482g/ml 
Method: SOP-3 



Pesticides 

Passed 


Potency 

Residual Solvents 

Heavy Metals 

Tested 

Passed 

Passed 


Mycotoxins 

Water Activity 

Microbiology Petrifilm 

Passed 

Passed 

Passed 



The photos on this report are of a sample collected by the lab 
and may vary from the final packaging. 


CBD Total 

8.963% 


THC Total 

Not Detected 


CBQ Total 

Not Detected 




CBN Total 


Other Cannabinoids 


Total Cannabinoids 

Not Detected 


Not Detected 


8.963% 


Potency - 

Analyte 

11 (Tested) 

Result 

(mg/ml) 

(%) 

LOQ 

(%) 

Analyte 

Result 

(mg/ml) 

(%) 

LOQ 

(%) 

Analyte 

Result 

(mg/ml) 

(%) 

(HPLC) 

LOQ 

(%) 

CBC_ 


<LOQ 

0.001 

CBD 

84.987 

8.963 

0.001 

CBDA 


<LOQ 

0.001 

CBDV 


<L0Q 

0.001 

CBG 


<L0Q 

0.001 

CBGA 


<LOQ 

0.001 

CBN 


<L0Q 

0.001 

Delta-8-THC 


<L0Q 

0.001 

Delta-9-THC 


<L0Q 

0.001 

THCA-A 


<L0Q 

0.001 

THCV 


<L0Q 

0.001 

Total CBD 

84.987 

8.963 

0.001 

Total THC 


A 

o 

jo 

0.001 










*Total CBD = CBD + (CBD-A * 0.877), *Total THC = THCA-A * 0.877 + Delta 9 THC, *CBG Total = (CBGA * 0.877) + CBG, *CBN Total = (CBNA * 0.877) + CBN, *Other Cannabinoids Total = 
CBC + CBDV + THCV + THCV-A, *Total Detected Cannabinoids = CBD Total + CBG Total + CBN Total + THC Total + CBC + CBDV + THCV + THCV-A (mg/ml) = Milligrams per Milliliter,, 
LOQ = Limit of Quantitation 


Xueli Gao Lab Toxicologist 

Ph.D., DABT 



Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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Balanced Health 

Botanicals 

1500 W Hampden Ave 

STE 5-G 

Sheridan, CO 80110 


Certificate of Analysis 


ACS LABORATORY 

CERTIFIED 
CANNABIS&CI 
TESTED SAFE 


ucslQbcannabis.com 


rvr\i wrv i 


Order#: BAL200102-020032 Order Date: 2020-01-02 Collection Date: 2020-01-02 ReportDate: 2020-01-09 


Batch #: 021935713 

Initial Gross Weight: 51515mg 



Sample#: AAAA887 

Density: ,9482g/ml 


Specimen Type: CBD/HEMP Derivative Products (Ingestion) 

Method: SOP-3 



Extracted From: Industrial Hemp 

Description: 83mg/mL Pure (THC Free) CBD Isolate Tincture 





Residual Solvents - FL (Passed) 

Action 

Level Result LOQ 

Analyte (ppm) (ppm) (ppm) 

Analyte 

Action 

Level 

(ppm) 

Result 

(ppm) 

LOQ 

(ppm) 

Analyte 

Action 

Level 

(ppm) 

(GC/GCMS) 

Result LOQ 

(ppm) (ppm) 

1,1- 

Dichloroethene 

8 

<LOQ 

0.132 

1,2- 

dichloroethane 


<LOQ 

0.032 

Acetone 

5000 

<LOQ 

12 

5 

Acetonitrile 

410 

<LOQ 

0.96 









Benzene_ 

2 

<LOQ 

0.016 

Butanes 

2000 

<LOQ 

13.32 

Chloroform 

60 

<LOQ 

0.032 

Ethanol 

5000 

<LOQ 

16 

Ethyl Acetate_ 

5000 

<LOQ 

6.4 

Ethyl Ether_ 

5000 

<LOQ 

8 

Ethylene Oxide 

5 

<LOQ 

0.32 

Heptane_ 

5000 

<LOQ 

_8_ 

Hexane 

290 

<LOQ 

0.8 

Isopropyl alcohol 

500 

<LOQ 

8 

Methanol 

3000 

<LOQ 

4 

Methylene 

chloride 

600 

<LOQ 










2 

Pentane 

5000 

<LOQ 

12 

Propane 

2100 

<LOQ 

26.668 

Toluene 

890 

<LOQ 

2.4 

Total Xylenes 

2170 

< LOQ 

7.2 

Tricloroethene 

80 

<LOQ 

0.4 






(ppm) = Parts per Million, (ppm) = (pg/g),, LOQ = Limit of Quantitation 


Heavy Metals (Passed) (ICP-MS) 

Action Action Action 


Analyte 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Analyte 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(ppb) 

Analyte 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Arsenic (As) 

1500 

<LOQ 

100 

Cadmium (Cd) 

500 

<LOQ 

100 

Lead (Pb) 

500 

<LOQ 

100 


Mercury (Hg) _ 3000_ <LOQ 100 

(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 


Mycotoxins (Passed) (LCMS/MS) 

Action Action Action 

Level Result LOQ Level Result LOQ Level Result LOQ 

Analyte_ (ppb) (ppb) (ppb) Analyte (ppb) (ppb) (ppb) Analyte (ppb) (ppb) (ppb) 

Aflatoxin B1 _ <LOQ _6_ Aflatoxin B2 _ <LOQ _ 6_ Aflatoxin G1 _ <LOQ _6^ 

Aflatoxin G2_ <LOQ _6_ Aflatoxin Total _ 20 <LOQ _6 Ochratoxin A_ 20 <LOQ _12^ 


(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = Limit of Quantitation 


Xueli Gao Lab Toxicologist Aixia Sun Principal Scientist 

Ph.D., DABT D.H.Sc., M.Sc., B.Sc., MT (AAB) 
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Certificate of Analysis 

ACS LABORATORY 

CERTIFIED 
CANNABIS&CBDM 
TESTED SAFE W 

acslobcannubis.com 

Order #: BAL200102-020032 

Order Date: 2020-01-02 Collection Date: 2020-01-02 

Report Date: 2020-01-09 


Batch #: 021935713 
Sample#: AAAA887 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 
Extracted From: Industrial Hemp 

Description: 83mg/mL Pure (THC Free) CBD Isolate Tincture 


Initial Gross Weight: 51515mg 
Density: .9482g/ml 
Method: SOP-3 



Water Activity (Passed) 

Action 

Level Result 
Analyte (aw) (aw) 

Water Activity _0.65 0.3 82 

(aw) = aw 


(AquaLab 4TE) 


Microbiology #5 (Petrifilm/Plating) (Passed) 

Result LOQ Result LOQ 

Analyte (cfu/g) (cfu/g) Analyte (cfu/g) (cfu/g) 


Analyte 


(Petrifilm) 

Result LOQ 
(cfu/g) (cfu/g) 


Aerobic Bacteria 


<10 


10 


E. Coli / Coliform 


<10 


10 


Yeast/Mold 


<10 


10 


(cfu/g) = Colony Forming Unit per Gram,, LOQ = Limit of Quantitation 


CkuA 





Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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1500 W Hampden Ave 

STE 5-G 

Sheridan, CO 80110 

Certificate of Analysis 

ACS LABORATORY 

CERTIFIED 
CANNABIS&CBDM 
TESTED SAFE M 

ocslabconnobis.com 

Order#: BAL200102-020032 

Order Date: 2020-01-02 Collection Date: 2020-01-02 

- 

Report Date: 2020-01-09 

_✓ 


Batch #: 021935713 

Initial Gross Weight: 51515mg 

s m 

Sample#: AAAA887 

Density: .9482g/ml 

Specimen Type: CBD/HEMP Derivative Products (Ingestion) 
Extracted From: Industrial Hemp 

Description: 83mg/mL Pure (THC Free) CBD Isolate Tincture 

Method: SOP-3 

gCi'.ipj 

m 



Pesticides (Passed) 

Action 

Level 

Analyte (ppb) 

Result 

(PPb) 

LOQ 

(PPb) 

Analyte 

Action 

Level 

(PPb) 

Result 

(PPb) 

LOQ 

(PPb) 

Analyte 

Action 

Level 

(PPb) 

(LCMS/MS) 

Result LOQ 

(PPb) (ppb) 

Abamectin 

300 

<LOQ 

28.23 

Acephate 

3000 

<LOQ 

30 

Acequinocyl 

2000 

<LOQ 

48 

Acetamiprid 

3000 

<LOQ 

30 

Aldicarb 

100 

<LOQ 

30 

Azoxystrobin 

3000 

<LOQ 

.10 

Bifenazate 

3000 

<LOQ 

30 

Bifenthrin 

500 

<LOQ 

30 

Chlorfenapyr_ 

.100 

<LOQ 

48 

Chlorpyrifos_ 

.100 

<LOQ 

_30. 

Clofentezine 

500 

<LOQ 

30 

Coumaphos_ 

_100 

<LOQ 

30 

Cyfluthrin_ 

1000 

<LOQ 

_30_ 

Cypermethrin_ 

1000 

<LOQ 

_30_ 

Daminozide 

100 

<LOQ 

30 

DDVP(Dichlorvos) 

100 

<LOQ 

30 

Diazinon 

200 

<LOQ 

30 

Dimethoate 

100 

<LOQ 

30 

Dimethomorph_ 

3000 

<LOQ 

30 

Ethoprop(hos)_ 

100 

<LOQ 

30 

Etofenprox_ 

100 

<LOQ 

30 

Etoxazole 

1500 

<LOQ 

30 

Fenhexamid 

3000 

<LOQ 

30 

Fenoxycarb 

100 

<LOQ 

30 

Fipronil_ 

100 

<LOQ 

_30_ 

Flonicamid 

2000 

<LOQ 

30 

Fludioxonil 

.3000 

<LOQ 

_30. 

Hexythiazox 

2000 

<LOQ 

30 

Imazalil 

100 

<LOQ 

30 

Imidacloprid_ 

3000 

<LQQ 

30 

Kresoxim Methyl 

1000 

<LOQ 

30 

Malathion A 

2000 

<LOQ 

30 

Metalaxyl 

3000 

<LOQ 

10 

Methiocarb 

100 

<LOQ 

30 

Methomyl 

100 

<LOQ 

30 

Mevinphos 

100 

<LOQ 

30 

Myclobutanil_ 

3000 

<LOQ 

_30. 

Naled 

500 

<LOQ 

30 

Oxamyl 

500 

<LQQ 

30 

Paclobutrazol 

100 

<LOQ 

30 

Pa rath ion-methyl 

. 100 

<LOQ 

_48 

Pentachloronitrobenz- 

30 









ene 

200 

<LOQ 

Permethrin 

1000 

<LOQ 

30 

Phosmet 

200 

<LOQ 

_30 

Piperonylbutoxide 
Propoxur_ 

3000 

<LOQ 

30 

Prallethrin 

400 

<LOQ 

30 

Propiconazole 

1000 

<LOQ 

30 

100 

<LOQ 

30 

Pyrethrins_ 

1000 

<L0Q 

_30. 

Pyridaben_ 

3000 

<LOQ 

30 

Spinetoram 

3000 

<LOQ 

_30. 

Spinosyn A 

3000 

<LOQ 

30 

Spinosyn D 

3000 

<LOQ 

30 

Spiromesifen 

3000 

<LOQ 

30 

Spirotetramat 

3000 

<LOQ 

_30. 

Spiroxamine 

100 

<LOQ 

30 

Tebuconazole 

1000 

<LOQ 

30 

Thiacloprid_ 

100 

<LOQ 

30 

Thiamethoxam 

1000 

<LOQ 

30 

Trifloxy st robin 

3000 

<LOQ 

30 

(ppb) = Parts per Billion, (ppb) = (pg/kg),, LOQ = 1 

Jmit of Quantitation 









(M^A 



Xueli Gao 

Ph.D., DABT 


Lab Toxicologist 


Aixia Sun 

D.H.Sc., M.Sc., B.Sc., MT (AAB) 


Principal Scientist 
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